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SUBJ: IAEA SPECIALISTS' MEETING ON CONTROL ROOM DESIGN 

1. MISSION REQUESTED EXTEND FORMAL OFFER TO IAEA FOR U.S. TO HOST 
SUBJECT SPECIALISTS' MEETING IN CONNECTION WITH IAEA 
INTERNATIONAL WORKING GROUP ON NUCLEAR POWER PLANT CONTROL AND 
INSTRUMENTATION. MEETING WOULD BE HELD DURING WEEK OF JULY 
20-25, 1975, AT SAN FRANCISCO HILTON HOTEL IN CONJUNCTION 

WITH SUMMER POWER CONFERENCE BEING ORGANIZED AT SAME TIME 
BY U.S. POWER ENGINEERING SOCIETY. 

2. RELATED INFORMATION FOR MEETING BEING FORWARDED BY DR. 

STEPHEN HANAUER (U.S. MEMBER OF INTERNATIONAL WORKING GROUP) 

TO SPANO (IAEA) AND R.J. COX (U.K. CHAIRMAN OF WORKING GROUP). 

3. ADVISE RE AGENCY ACCEPTANCE THIS OFFER. 
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